
from Chief, Engineering Staff, OC 

subject: OC-E Monthly Report - 1 January - 31 January 1963 


The Engineering Staff Monthly Report for the period 
of 1 January - 31 January 19&3 I s attached. 


Attachment : 

OC-E Monthly Report 

CC: OC-T, w/att. 





